NEW LAWRENCE HOTEL 

CHICAGO 40, ILL. 

400 Hotel Rooms and Kitchenette Apartments 
Overlooking Lake Michigan 
In the Heart of Uptown Chicago 
All Rooms contain modern Appointments 
and are equipped with 
Combination Tub and Shower. 

Visit our fine Restaurant, Cocktail Lounge 
and Shops. 

$100,000 Swimming Pool. 
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